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MOTOR INN COURTS 


Eleven beautifully furnished cabins - Finest Beauty 
Rest Mattresses. Tub and Shower baths. Hot and 
Cold water. Heated in Winter. Cool in Summer. 
Wide Garages. Double and Single Cabins. Cafe 
and Service Station in Connection. Located on 
U. S. Highway '66' West edge of Elk City, Okla. 120 
miles west of Oklahoma City, and 148 miles east of 
Amarillo, Texas. Where tired tourists meet Good 
Eats and Good Beds. Open all year. 

Dr. and Mrs. B. O. McDaniel, Owners. 

J. M. Luther, Manager 
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